Missouri Department of SFY 2023 ARPA Emergency Medical Service 


P U b lic S afety Providers Grant (EMSPG) 


Grant Recipient Award Amount 
AccuCare Event Medical S 15,984.70 
Adair County Ambulance District S 20,000.00 
Audrain Ambulance District S 19,970.00 
Barton County Ambulance District S 20,000.00 
Belton Fire Department S 20,000.00 
Big River Ambulance District S 6,252.94 
Brentwood Fire Department S 20,000.00 
Butler County EMS LLC S 20,000.00 
Caldwell County Ambulance District S 20,000.00 
Callaway County Ambulance District S 11,112.25 
Cam-Mo (Lake West) Ambulance District S 18,760.40 
Cape Girardeau Fire Department S 20,000.00 
Central Crossing Fire Protection District S 20,000.00 
Central Jackson County Fire Protection District S 19,742.00 
Citizens Memorial Hospital S 8,832.50 
Claycomo Fire Department S 20,000.00 
Clinton Fire Department S 20,000.00 
Cole Camp Ambulance S 20,000.00 
Community Ambulance District of Daviess County S 20,000.00 
Cooper County Ambulance District S 19,590.00 
Dixon Ambulance District S 20,000.00 
Ebenezer Fire Protection District S 20,000.00 
Eureka Fire Protection District S 20,000.00 
Excelsior Springs Fire Department S 11,061.93 
Fenton Fire Protection District S 19,959.41 
Florissant Valley Fire Protection District S 20,000.00 
Forsyth Fire Department S 10,421.33 
Fort Osage Fire Protection District S 10,721.70 
Freeman Health System S 20,000.00 


Frontenac Fire Department S 16,588.55 
Gladstone Fire Department S 20,000.00 
Golden Valley Memorial Healthcare- Ambulance S$ 12,045.52 
Gordonville Fire Protection District S 19,446.50 
Grand River Regional Ambulance District S 20,000.00 
Grandview Fire Department S 5,781.63 
Greater Joplin Area Emergency Medical Services S 20,000.00 
Harrisonville Fire Department S 8,100.00 
Hermann Area Ambulance District S 20,000.00 
High Ridge Fire Protection District S 11,911.50 
Hillsboro Fire Protection District S 17,998.30 
Howard County Ambulance Service S 20,000.00 
Iberia Rural Fire Protection District S 12,188.50 
Independence Emergency Management Agency S 20,000.00 
Inter City Fire Protection District S 18,901.61 
Jasper Fire Protection District S 20,000.00 
City of Joplin S 20,000.00 
Kearney Fire and Rescue Protection District S 19,989.34 
Kirksville Fire Department S 2,250.00 
Kirkwood Fire Department S 8,358.00 
Lake Ozark Fire Protection District S 20,000.00 
Lebanon Fire Department S 19,941.61 
Lebanon Rural Fire Protection District S 20,000.00 
Lester E. Cox Medical Center - CoxHealth S 19,624.52 
LifeFlight Eagle S 20,000.00 
Linn County Ambulance District S 14,925.00 
Lone Jack Fire Protection District S 6,776.24 
Maplewood Fire Department S 19,106.97 
Maries Osage Ambulance District S 20,000.00 
Marion County Ambulance District S 16,474.41 


Marthasville Fire Protection District S 6,400.00 
Mehlville Fire Protection District S 20,000.00 
Metro West Fire Protection District S 19,870.00 
Miller County Ambulance District S 20,000.00 
Mississippi County Ambulance District S 20,000.00 
Monroe City Ambulance District S 9,300.00 
Montgomery County Ambulance District S 20,000.00 
New Haven Ambulance District S 17,579.31 
Newton County Ambulance District S 9,978.50 
Osage Ambulance District S 20,000.00 
Pattonville Fire Protection District S 19,825.13 
Pettis County Ambulance District S 20,000.00 
Pike County Memorial Hospital S 19,299.17 
Pulaski County Ambulance District S 20,000.00 
Ralls County Ambulance District S 12,458.65 
Randolph County Ambulance District S 19,206.00 
Raytown Fire Protection District S 20,000.00 
Richmond Heights Fire Department S 17,670.71 
Ripley County Ambulance District S 20,000.00 
Robertson Fire Protection District 5 5,060.41 
Rock Township Ambulance District S 20,000.00 
Slater Ambulance District S 20,000.00 
SOS Medical Inc. S 20,000.00 
SSM Cardinal Glennon Children's Hospital S 20,000.00 
St. Charles Fire Department S 8,480.00 
St. James Ambulance District S 20,000.00 
St. Joseph Fire Department S 16,691.46 
St. Louis Children's Hospital S 4,999.95 
Ste. Genevieve County Ambulance District S 20,000.00 
Stoddard County Ambulance District S 19,360.00 


Sugar Creek Fire Department S 9,122.28 
Sullivan County Ambulance District S 19,894.70 
Taney County Western Fire Protection District S$ 14,460.75 
Texas County Memorial Hospital S 19,818.93 
Union Ambulance District S 20,000.00 
Valley Park Fire Protection District of St. Louis County $ 20,000.00 
Washington County Ambulance District S 20,000.00 
Webb City Fire Department S 20,000.00 
Willard Fire Protection District S 19,977.50 
$ 


Total 


1,672,270.81 


